PP-26 PREPARATION — 2GR-FE IGNITION 


2GR-FE IGNITION 
RECOMMENDED TOOLS 


09082-00040 TOYOTA Electrical Tester 


(09083-00150) Test Lead Set 


EQUIPMENT 


Ohmmeter 


Voltmeter 
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PP-27 


Megohmmeter 


Spark plug cleaner 


Torque wrench 


